 ACCRETECH 


Automatic Cleaning System 
A-CS-300 


Stand-alone wafer cleaning unit, A-CS-300 provides best solution for 
cleaning and drying the wafer cut by semi-automatic dicing saws. 

Air accelerated water nozzle and horizontal swing arm achieves excellent 
cleaning quality. 


= Maximum rotation speed of spinning table: 3,000 min” 
m Available frame size: 5" to 12" (Accretech standard frame type) 
m Cleaning method: Air accelerated washing, Rinse, 
Air dry (Driven by swing arm) 
m Option: High pressure water cleaning 
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Frame size capability 
Spinning table speed 


Specifications 
5" to ©12" (Accretech standard frame type) 
30 to 3000 min" 


Air accelerated washing 


Rinse water pressure 
Drying air pressure 


Power supply 
Power consumption 
Air spply 

Water supply 
Dimension 

Over-all weight 


Pure water (0.3 MPa, 0.2 L/min) 
+ Dry air (0.4 MPa, 100 L/min) 
Less than 0.4 MPa 

Less than 0.7 MPa 


Facilities 
Three-phase AC 200V 50 to 60 Hz 
3 kVA (Max.) 
0.5 to 0.7 MPa, 200 NL/min (ANR) 
0.2 to 0.5 MPa, 2 L/min 
490” x 650° x 1400" mm 
160 kg 


* When considering purchase, please contact our sales staff as the specification is subject to change 
without prior notice for improvement . 


A-CcCS-300 


ACCRETECH 


Japan / Head Office 


Taiwan 


http://www.accretech.j 


Vietnam 


Tokyo Seimitsu Co., Ltd. 
Tel:+81(0)42-642-0381 


North America 


Fax:+81(0)42-631-5234 


Accretech Taiwan Co., Ltd. 
Tel: +886(0)3-553-1300 


Malaysia 


Fax: +886(0)3-553-1319 


Accretech America Inc. 
(Head Office) 

Tel: + 1-214-459-1688 
(Fremont Office) 

Tel: + 1-510-344-5411 
(Boise Office) 

Tel: + 1-208-429-6500 


Europe 


Fax: +1-214-459-1696 


Fax: +1-510-344-5410 


Fax: +1-208-429-6555 


Accretech (Malaysia) Sdn. Bhd. 
(Head Office) 

Tel: +60(3)5632-7488 
(Penang Office) 

Tel: +60(4)6119-622 


Fax: +60(3)5632-7489 


Singapore 


Accretech (Singapore) Pte. Ltd. 
Tel: +65-6341-6052 Fax: +65-6341-6054 


Accretech (Europe) GmbH 


(Head Office) 
Tel: +49(0)89-546788-0 


Korea 


Fax: +49(0)89-546788-10 


Thailand 


Accretech (Thailand) Co., Ltd. 
(Semiconductor) 
Tel: +66(2)024-8735-6 Fax: +66(2)024-8737 


Accretech Korea Co., Ltd. 


(Head Office / Seongnam) 
Tel: +82(0)31-786-4000 


Accretech Adamas (Thailand) Co., Ltd. 
Tel: +66(2)119-5489 Fax: +66(2)119-5488 


Fax: +82(0)31-786-4090 


Accretech Vietnam Co., Ltd. 
(Head Office / Hanoi) 
Tel: +84(24)3941-3309 Fax: +84(24)3941-3310 
China 

Accretech (China) Co., Ltd. 

(Head Office / Shanghai) 

Tel: +86(0)21-3887-0801 Fax: +86(0)21-3887-0805 
Shanghai Office) 
Tel: +86(0)21 -5064-0258 Fax: +86(0)21-5064-0356 
Beijing Office) 
Tel: +86(0)10-8447-7010 Fax: +86(0)10-8447-7010 
Shenzhen Office) 
Tel: +86(0)755-25 15-9842 Fax: +86(0)755-2515-7737 
(Chongqing Office) 
le 
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: +86(0)23-6295-5061 Fax: +86 
hengdu Office) 
: +86(0)28-8738-2279 Fax: +86(0)28-8738-2279 
uzhou Office) 
: +86(0)512-6265-6436 Fax: +86(0)512-6265-6435 


0)23-6295-5060 


(Wuxi Office) 

Tel: +86(0)510-8101-7346 Fax: +86(0)510-8101-7346 
(Xi'an Office) 

Tel: +86(0)29-8886-3499 Fax: +86(0)29-8886-3499 


C-92-840-E-1802 
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